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Message Text 


UNCLASSIFIED 

PAGE 01 TOKYO 04309 030710Z 

43 

ACTION OES-05 

INFO OCT-01 EA-10 ISO-OO NRC-07 EB-07 MC-02 /032 W 

080267 

R 030655Z APR 75 
FM AMEMBASSY TOKYO 
TO ERDA GERMANTOWN 
INFO SECSTATE WASHDC 9113 

UNCLAS TOKYO 4309 

FOR DR. A.S. FRIEDMAN, DIP, ERDA 

E.O. 11652: N/A 
TAGS: TECH, JA 

SUBJECT: NRC REVIEW OF EXPORT-IMPORT LICENSE FOR NUCLEAR FUEL 
AND EQUIPMENT 

REF: ERDA #0798 28 MAR 75 

1. ALEXANDER HOFMEISTER, VP, MITSUBISHI NUCLEAR FUEL CO., 

LTD. HAS REQUESTED STATUS OF EXPORT LICENSES FOR FOLLOWING 
OUTSTANDING NUCLEAR FUEL SHIPMENTS FROM US: 

FOR MIHAMA-2, REGION 6, APPROX. 14,000 KG U, SCHEDULED 
WITHDRAWAL 3/26/75-4/25/75. 

FOR TAKAHAMA-2, REGION 4, 17,000 KG U, SCHEDULED 
WITDHRAWAL 4/15/75-5/14/75. 

FOR TAKAHAMA-2, REGION 4 AND 5, APPROX. 15,000 KG U 
SCHEDULED WITHDRAWAL 6/5/75-7/4/75. 

2. ERDA TOKYO UNDERSTANDS NRC ACTION RELATES ONLY TO LICENSE 
APPLICATIONS REPEAT APPLICATIONS CURRENTLY PENDING AND NOT 
TO LICENSING ACTION PREVIUSLY COMPLETED. REQUEST CONFIRM. 

3. REQUEST ESTIMATE OF DELAY TIME EXPECTED IN APPROVAL 
LICENSING ACTIONS CURRENTLY PENDING. 

SHOESMITH 
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